ON PIN-HOLE PHOTOGRAPHY.
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the pictures would of course need to be held 7 feet distance from the eye; but even at 3 or 4 feeb the apparent definition is sufficient. I have also taken panoramic pictures with an aperture of '027 inch and a focal distance of 12 inches; but in this case there is nothing that could not equally well be done with an ordinary portable camera.
TERLING PLACE, WITHAM, ESSKX, Dec. 2, 1890. determination of the best value of y is more easily effected by eye observations. In order to render the wave-length more definite, an orange-red glass was employed. With a — 18 feet, 6 = 8 inches, the image formed by aperture (3) was judged to be decidedly the best, (2) was next, while (1) and (4) were decidedly behind. Thus we may take as the most favourable aperture 2r = '026 inch.
